ETag: "736c336e374da2850a5ca0948ae7bbe1"
accept-encoding: identity
authorization: LOW MtXL0tEgFmJcLXjr:REDACTED_BY_IA_S3
connection: close
content-length: 13333
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.5
x-archive-meta-assigned-to: District Judge Carlton W. Reeves
x-archive-meta-case-cause: 31:3729 False Claims Act
x-archive-meta-case-name: Academy Health Center, Inc. et al v. Hyperion Foundation, Inc. et al
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: mssd
x-archive-meta-date-case-filed: 2010-10-04
x-archive-meta-docket-num: 3:10-cv-00552
x-archive-meta-jurisdiction: U.S. Government Plaintiff
x-archive-meta-jury-demand: Plaintiff
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-nature-of-suit: 890 Other Statutory Actions
x-archive-meta-pacer-case-num: 73437
x-archive-meta-referred-to: Magistrate Judge Linda R. Anderson
x-archive-queue-derive: 0
x-upload-date: 2012-12-10T18:55:41.000Z
